CHAUCER AND HIS KING

Rischgte.
If you visit the Tate Gallery, at MiUbank, London, you will see the original of this picture
which was painted by Ford Madox Brown (1821-1893).   Its subject is the reading by Chaucer
of his poems to King Edward III.   Chaucer looks, as he probably felt, quite at home in such
surroundings, for besides being a poet and scholar, he was also a soldier and courtier  and
had been entrusted with important missions by his sovereign.
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